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2006 Cate 2 orv E Animals 

Two (2) Guinea Pigs were placed in Category ‘E”. 

Two (2) Guinea Pigs may have experienced pain and/or distress during the 
conduct of a guinea pig dermal maximization study and served as the positive 
controls. These two guinea pigs were involved in a study that was designed and 
conducted in compliance with EPA OPFFS Guideline 870.2600 (2003) and 
OECD Guidelines for Testing Chemicals, section 406 (1992). Dermal 
observations were made daily. The guinea pigs were evaluated daily by animal 
health technicians and other signs of pain and/or distress such as inappetence, 
weight loss or vocalization were not present. 

Nineteen (19) rabbits were placed in Category “E”. 

Sixteen (16) rabbits may have experienced pain and /or distress while involved in 
a total of seven acute ocular irritation studies. These studies were designed and 
conducted in compliance with EPA OPPTS Guideline 870.2400 (1998) and 
OECD guideline 405 (2002). The purpose of these studies was to evaluate the 
irritative effects of the test materials when applied topically to the eye as a single 
administration to rabbits. The rabbits were evaluated daily by animal health 
technicians and the treated eyes were graded for severity of conjunctivitis, ocular 
discharge, hemorrhage of conjunctival tissue and degree of corneal damage. 

None of these rabbits showed signs of inappetence, weight loss or vocalization. 

Three (3) rabbits were involved in two different acute dermal irritation studies and 
may have suffered pain and/or distress from corrosive skin lesions. The purpose 
of this study was to evaluate the irritative effects of the test material when applied 
topically to the skin as a single administration to rabbits. This study was designed 
and conducted in compliance with EPA OPPTS guideline 870.2500 (1998) and 
OECD Guidelines for Testing Chemicals, section 404 (2002). These rabbits were 
evaluated daily by animal health technicians and the condition of the skin was 
graded for the severity of erythema, edema, eschar formation and fissuring 
present at the application site. Other signs of pain and/or distress such as 
inappetence, weight loss, or vocalization were not observed. 
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lACUC approved reportable exceptions to the Animal Welfare Act 

70 Beagle dogs used in Telemetry Cardiovascular Assessment Studies were implanted 
with DSI telemetry implants and exempted from exercise during the 14 day surgical 
recovery period. These animals were given regular opportunity for exercise and 
socialization prior to and after a 14 day surgical recovery. During the surgical recovery 
period, dogs were given daily contact and interaction with the technical staff and well as 
visual, auditory and olfactory stimuli from other dogs in the room. 


